CITY OF LEWISTON 



Department of Planning & Code Enforcement 


TO: Mayor Cloutier and Lewiston City Council 

FROM: Douglas Greene, AICP; Deputy Director/City Planner 

DATE: September 3, 2019 

RE: Planning Board Action 


The Planning Board took the following action at their meeting held on August 26, 2019 
regarding a recommendation to the City Council on a contract zone request by Central 
Maine Power (CMP) for Medium Density Residential district bulk and space 
requirements for frontage and building height at a property located at 183 Merrill Road 
(rear). 

The following motion was made: 

MOTION: 

by Lucy Bisson pursuant to Article VII, Section 4 and Article XVII, Section 
5 of the Zoning and Land Use Code to send a favorable recommendation 
to the City Council on CMP’s request to contract zone the property located 
at 183 Merrill Road (rear). Second by Sandy Marquis. 

VOTED: 6-1 (Passed, Opposed by Benjamin Martin) 
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